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PUBLIC WORKS DEPARTMBNT 


PUBLIC HEALTH BRANCH 


The 12th January , 1971 
No. 8025-PWIII-(1)-70/680. - On bis posting as Sub -Divisional Engineer on ad hoc basis , Shri Dhani 
Riin took over the charge of the 4th contruction Public Health Sub -Division , Faridabad in the 29th 
September, 1970 ( forenoon ). 

No. 8191 - PWIII- (I)-70 /686. - On his promotion as Executive Engineer, on ad hoc basis Shri 
Likhrai Chand took over the charge of Sirsa Public Health Division on the the 1st October, 1970 , 
(forcroon ). 

The 13th January , 1971 
No. 54- PWII (1)-71/762. - On his promotion as Executive Engineer, Shri M. L. Tandon took 
over the charge of Ambala Public Health Division, on the 10th November, 1970 (forenoon). 


B. L. AHUJA , 


Commissioner for Health and Secy . 


BUILDINGS AND ROADS BRANCH , GURGAON CIRCLE 


The 24th December , 1970 
No. 28-GA /51/277. - Whereas it appears to the Governor of Haryana that land is likely 10 be 
required to be taken by the Government at the pulic expense, for a public purpose, namely, constructing 
road from Ballabgarh to Fethapur Biloch (Section Sunpur to Fethapur Biloch ) in Gurgaon District, it is 
hereby notified that the land in the locality described below is likely to be acquired for the above 
purpose . 

The notification is made under the provision of section IV of the Land Acquisition Act, 1894 , to 
All whom it may concern . 

In exercise of the powers conferred by the aforesaid section , the Governor of Haryana is pleased 
w authorise the officers for the time being engaged in undertaking with the servants and workmen to enter 
upon and survey any land in locality and do all other acts required or permitted by the section , 

Any person interested who bas any objection to the acquisition of any land in the locality may 
within thirty days of the publication of this notification file an objection in writing before that Land Acquisi 
tion Collector P.W.D., B. & R. Branch , Ambala . 

SPECIFICATION 


Name of District 


Name of Tehsil 


Name of Village 


REMARKS 


Area in 
acres 


As demarcated at site 


Gurgaon 

Do 


Ballabgarh 

Do 


Dig 
Fethapur Biloch 


15.15 
4.82 


Total 


19.97 Actes 


4 


No. 28GA/ 13/ 278. - Whereas it appears to the 

appears to the Governor of Haryana that and is likely to 50 
required to be taken by the 

the Guvernment at the public expense for a public purpose namely for 
u instructing a metalled approach road from Ballabgarh Tigaon Manjhluli road o vllage Bhainsaw i in 
Gurgion District. It is her by noified that the Land in the locality described below is likely to hu acquiu 
for the above purpose . 

This notification is made under the provision of Soction IV of the Land Acquisition Act, 1894 , to 
whom it may concern . 

In exercise of the powers conferred by the aforesaid section , the Governor of Huryana s pleasle 
*v duthorise the offi.rs for the time being engaged in undertaking with their servants and workmen .) 
enter up and survyany land in the locality and do all other acts r; quir : d or permitted by that cion 

1 ) un intrested who has any obj“ ction is the acquisition of any land in 1be locuity thanks 
sium bily wlis win the publication of this notification i : 0 objection in writing before th :: l o ! 
Acquisition of cor , P W D , B and R. Branch , Anbala 


.. 
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SPECIFICATION 


Name of District 


Name of Tehsil 


Name of Village 


Area in Acres 


Remarks 


Gurgaon 


Ballabgarh 


Tigaon 


6.03 


As demarcated at site . 


Do 


Do 


Bhainsrauli 


1.13 


G. S. TANDON , 


Supörintending Engineer , 
Gurgaon Circle , P.W.D., B. and R. Branch . 


The 3rd January , 1971 
No. RG /36 / 53. - Whereas the Governor of Haryana is satisfied that Land specified below is 
needed by Government at public expense for a public purpose, namely, for Public Works Department 
(Building and Roads) Colony on Rohtak Gohana Panipat Road , it is hereby declared that the land 
described in the specification below is required for the aforesaid purpose . 

This declaration is made under the provisions of section 6 of the Land Acquisition Act, 1894 , to all 
whom it may concern and under the provisions of section 7 of the said act of Land Acquisition Collector, 
Public Works Department, Buildings and Roads Branch , Haryana , Ambala Cantt. is hereby directed to take 
orders for the acquisition of said land . 


Plans of the land may be inspected in the offices of the Land Acquisition Collector, Haryana , Public 
Works Department, Buildings and Roads Branch , Ambala Cantt. and the Executive Engineer , Provincial 
Division , Public Works Department, Buildings and Roads Branch , Rohtak . 


SPECIFICATION 


District 


Tehsil 


Locality 


Remarks 


Area in 
Acres 


Rohtak 


Rohtak 


Rohtak 


6.00 


As demarcated at site 


No. Khasras 
7893 , 7892 , 7875, 7870 , 7871 . 
7872 , 7869 , 7873 , 7874 , 7876 , 
7868, 7867 , 7866 , 7921, 7894 , 
7889 , 7888, 7887 , 7890 , 7891, 
7928. 


( Sd .) 


Superintendenting Engineer, 
Rohtak Circle , P. W. D., B. & R., 

Rohtak . 


IRRIGATION BRANCH 


Declaration 


The Sth January, 1971 


No. 89 / C /IV - 70. — Whereas the Governor of Haryana is satisfied that the land specified below is 
Deaded by Government, at the public expense, for a public purpose, namely for the extension of Rajpura Dis 
tributary from R.D. 101045 to tail R. D. 110.000 in tehsil Sonepat. district Rohtak , it is hereby declared 
that the land described in the specification below is required for the above purpose . 
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This declaration is made under the provision of section 6 of the Land Acquisition Act, 1894, to 
... I whom it may concern and under the provision of section 7 of the said Act, the Land Acquisition 
Collector. Ambala is directed to take order for the said land . 


Plans of the land may be inspected in the offices of the LAO., Ambala and the Executive Engineer, 
I chi Divisioo WJC ( E ), 3 -Alipore Road , Delhi. 


In view of the Urgency of the acquisition , the Governor of Haryana is pleased to order that the 
HAV !Skuals of Section 17 (2 ) (b ) of the said Act shall apply to this acquisition and is further pleased to direct 
Brit L. A , O., Ambula to take orders for the acquisition of the said land and take possession of waste or 
Table 1.400 out of it in accordance herewith . 

SPECIFICATION 


District 


Tehsil 


Village 


Area in 

icres 


Description 


Rohtak 


Sonepat 


Sultanpur 


3.62 


Rohtak 


Sonepat 


Ahmadpur 


2.31 


A strip of Land 8,955 feet in 
length and varying in widths 
generally lying in the direction 
from North to South and then 
10 South - East as demarcated at 
site and shown on the Index Plan . 


Rohtak 


Sonepal 


Joshi Jait 


6.00 


Rohtak 


Sonepat 


Lewanspur 


2.33 


Total 


14.26 


The 6th January , 1971 


No. 81. C V, 70.- Whereas it appears to the Governor of the Haryana that land is likely to be 
hquired to be taken by Government at public expence for a publie purpose namely for Additional 
land to be acquind for Amritsar Minor from R. D. 65 to R. D. 7750 and extension portion from 
R. D. 10.300 to R. D. 15,000 taking off at R. D. 77,500 Right of Southern Ghaggar Canal in Sirsa Tehsil 
of Hissar District it is hereby notified that land in the locality described below is likely to be required 
for the above purpose . 

This notification is made under the provision of section 4 of the Land Acquisition Act, 1894 . 
to all whom it may concern . 

In exercise of the powers conferred by the aforesaid section the Governor of Haryana is pleased 
to authorise the officers for the time being engaged in the undertaking , with their servants and workmen 
to enter upon and survey any land in the locality and do all other acts required or permitted by the 
section 

Any person interested who has any objection to the Acquisition of land in the locality may , 
within thirty days of the publication of the this notification file an objection in writing before the Land 
Acquisition Collector, P. W.D., Buildings and Roads Branch , Ambala . 

SPECIFICATION 


District 


Tehsil 


Mauzah 


Locality 


Area 


Hissar 


Sirsa 


Amritsar 


3.42 


0.13 


Thobria 


Two strips of land 7,695 

feet and 4,700 feet in 
length varying in width 
lying Generally parallel 
to Amritsar minor as 
demarcated at site and 
as shown on the Index 
Plan 


6.53 


Talwara 
Khurd 


10.08 


A. D. CHOWDHRI, 
Chief Engineer ( C ), Irrigation Works, Haryana , 

Chandigarh . 
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